
NJ TRANSIT Police Department OEM 
Emergency Operations Center 
Sunday, April 7, 2019 
2019 WrestleMania 35 
SITUATION REPORT #3 


The New Jersey Transit Police Office of Emergency Management (NJTPD OEM) EOC is monitoring 
conditions across the NJ TRANSIT system. 

As of 1000 hours, the NJ Transit Emergency Operations Center is activated to a Level 2 status in 
response to the WrestleMania 35 event at MetLife Stadium. OEM will monitor conditions and prepare 
Situation Reports and Spot Reports as necessary. 

All notifications and resource request shall be directed to the NJ Transit EOC. 

EOC: OEM, NJTPD, Rail, Light Rail, Bus, Safety, Public Information, Social Media, Ops Com, Customer 
Service and Information Technology. 

Event Summary: 

In order to facilitate situational awareness and enhanced communication, NJTPD OEM and NJT business 
line representatives are currently monitoring conditions across the NJT system. 

Meadowlands Sports Complex Weather: 

This Afternoon: Mostly sunny, with a steady temperature around 65. South wind 8 to 10 mph. 

Tonight: Showers, mainly after 1am. Low around 52. South wind around 7 mph. Chance of precipitation 
is 80%. New precipitation amounts between a tenth and quarter of an inch possible. 

Updates: 

Police: 

• Officers are posted at MetLife Stadium and throughout the system and monitoring conditions and 
responding to calls for service. 

Rail: 

WESTBOUNDS FROM HOBOKEN-SECAUCUS-MEADOWLANDS: 

Train 1999- 117 passengers. 

Train 2003- 48 passengers. 

Train 2009- 576 passengers. 

Train 2013- 270 passengers. 

Train 2015- 370 passengers. 

Train 2017- 43 passengers. 

Train 2019- 4 passengers. 
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Train 2021- 328 passengers. 

Train 2025- 89 passengers. 

Train 2029- 54 passengers. 

Train 2033- 6 passengers. 

Train 2037- 41 passengers. 

Train 2043- 7 passengers. 

TOTAL WESTBOUND TRAVEL COUNT TO THE MEADOWLANDS FOR 04.07.2019- 8,059 
PASSENGERS. 

Morris and Essex Line: 

Trains 6930, 6934, 6935, 6939, 6940 and 6945 were annulled due to a manpower 
shortage. 

MAIN AND BERGEN COUNTY LINE: 

Train 1877 was cancelled at Ridgewood due to running late and an another eastbound 
directly behind it resulting from track work being done on the Bergen County Line. Due to 
Train 1877 train and crew having to turn for an eastbound the train was cancelled and 
Ridgewood and remaining passengers discharged for travel on Train 1727. Track work 
completed as of 6:00PM and no further trains affected by the track work. 

Bus: 

• The earlier service delays inbound and outbound from Port Authority Bus Terminal are now clear. 
Service is now on or close to schedule. 

• 308 Line Great Adventure Service return counts are: 107 passengers returned to PABT, NY and 
11 passengers returned to Newark Penn Station. Grand total of 236 passengers. 

Light Rail: 

• Hudson-Bergen Light Rail: 

o Normal weekday service, 
o Operators are reporting normal ridership. 

o Elevator No. 1 at Bergenline Ave Station is OOS for scheduled repairs. 

• Newark Light Rail: 

o NLR is operating on a Saturday schedule, 
o All revenue service is running on or close to schedule, 
o Elevator is out of service at platform 2 in Newark Penn Station, 
o Outbound west end stairwell is closed to passengers at Military Park. 

• River Line: 

o The River Line is operating a regular Sunday schedule. 

• Access Link: 

o Access Link is operating a normal weekend schedule and is running on or close to 
schedule. 

• Contracted Bus Services Status: 

o Operating normal weekend schedule with no disruptions reported. 

• Private Bus Carriers Status: 

o Operating normal weekend schedule with no disruptions reported. 

• NY Waterway Service Status: 

• Operating normal weekend schedule with no disruptions reported. 
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Safety: 

• Bus: No issues reported. 

• Rail: No issues reported 

• Light Rail: No issues reported. 

Customer Service: 

NY Penn - 7:00am - 11:00pm 

Secaucus - 6:30am-1:00am 

Hoboken - Closed 
Newark Penn - Closed 
PABT - Closed 

Trenton- Closed 
Camden - Closed 
Newark Board Street- Closed 
Transit Information Center: Closed 

Station Issues: 

Secaucus 

• Escalators #11, 15 and #31 went down between 5:30pm & 6:20pm 

• Previous reported OOS #11, #31 & 17 were restarted and now up and running. 
Field Ambassadors: 

Secaucus 

2:30pm-6:30pm (9) 

4:30pm-8:30pm (5) 

9:00pm-1:00am (8) 

NYPS 

2:30PM-6:30PM (6) 

4:30PM-8:30PM (6) 

Public Information: 

• No new activity. 

Social Media: 

• Social media chatter was normal, focusing on WrestleMania and cancellations on the M&E. 
Information Technology: No technology issues to report at this time. 
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